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PART III 
Stores Purchase 
Technical Education Department 

SHORT TENDER EXTENSION NOTICE 
No. P1/9737 / 2009 / C /PF . 

16th March 2010 . 
Scaled teoders are invited for the supply of following equipments for the tise of Civil Engineering 
Department of College of Engineering , Thiruvananthapuram . 
Sl . File No ., Tender No. and Name of item with Approximate Cost 

EMD 
No . 

Rs . 
1 P1/9737/ 2009 / C /PF - 41 /2009 /PI / C - Rapid Chloride Ion Permeability 

1 , 300 
Apparatus (1 No . ) Rs. 1 , 30 ,000 
2 Pl / 10108 /2009 / C - 43 /2009 /Pi / C - Water Proof Multimeter Water Quality Portable 
Meter (1 No.) - Rs . 1, 10 ,000 

1 , 100 
3 P1/4243/ 2009 /C / FIST - 44/ 2009/P1 /C - Incubator Shaker- 1No .) - Rs. 60 ,000 

600 


Cost of tender form : 

Original - Rs. 450 . 
Duplicate - Rs. 225 . 

By Post - Rs. 490 . 
Last date and time of sale of tender form - 19 - 4- 2010 , 2 p . m . 
Last date and time of receipt of tender - 20-4- 2010 , 3 p . m . 
Date and time of opening of tender - 21 - 4 - 2010 , 11 a . m . 

latending tenderen may on application to the undenigned to obtain the requisite tender form 
on which tenders should be submitted . Application for the tender form should be accompanied by a 
remittance of above prices fixed for the same and which is non - refundable under any circumstances . 
The tender forms are not transferable . Cost of tender form is only acceptable by Money Order Or 
cash remittance to this office . As per conditions the tenderer should send along with this tender 
an agreement Executed and signed in Kerala Stamp Paper value of Rs. 50 and EMD 1 % of the total cost of 
the articles tendered . Tenden without agreement, tender form and EMD will be rejected . 

തിരുവനന്തപുരം എഞ്ചിനീയറിംഗ് കോളേജിലെ സിവിൽ എഞ്ചിനീയറിംഗ് വകുപ്പിൽ ആവശ്യമായ 
യന്താപകരണങ്ങൾ വിതരണം ചെയ്യാൻ താൽപ്പര്യമുളള സ്ഥാപനങ്ങളിൽനിന്നും മുക്കുവച്ച് 8 , ഘാസുകൾ 
ക്ഷണിച്ചുകൊളളുന്നു . 


ക് ഫയൽ നമ്പരും ദർഘാസ് നമ്പരും ഈ നാം അടങ്കൽ തുകയും 
ന 


നീരവം 


- 


- 


1 - പി19737 2009 സിപിഎഫ്" - 41 2009 11 സീ - റാപ്പിഡ് ക്ലോറഡ് അയ 
പൊരിയബിലിറ്ററി അപ്പാരറ്റസ് l എണ്ണം3 - രൂപ - -1 , 30 ,000 

1 , 300 
2 പി11101 08 2009 സി - 43, 2009 ; പി1 സി - - വാട്ടർ പൂഫ മൾട്ടി കാർ വാട്ടർ കാ 
പോർട്ടബിൾ മാറi 1 എണ്ണം - രൂപ - - 1 , 10 , 000 

1 ,100 
3 പി1 ,42482009; സി ഫീസറ 
"" -- 442009 പി 1 സി - ഇൻകുബറവi} ഷേക്കർ 
1 എണ്ണം} - -- 60, 000 

600 
ജർഘാസ് ഫോറത്തിന്റെ വില ; 

ഒറിജിനൽ -- പ 450 , 
ഡുപ്പിക്കാറ്റ് രൂപ 225 . 

തപാൽവി -- രൂപ 490, 
ദർഘാസ് ഫോറം വിൽപ്പനയുടെ അവസാന തീയതിയും സമയവും 19 . 42010 , 2 മണി . 
ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും സമയവും - 2 -4 - 2010 , 3 മണി, 
ലർഘാസം തുറക്കുന്ന തീയതിയും സമയവും 21 - 4-2010, 11 മണി, 

amamt വില പണത്തിന് മണിയോർഡർ അയിതാ ഇതാ സ്വീകരിക്കുക . ഉർഘാസ് 
നമ്പർ, തീയതി എന്നിവ ചേഖപ്പെടുത്തി വച്ച കവറുക ( പീൻസിപ്പാൾ , എയിനിയറിംഗ് കോള , 
അmsat 1: Bം - 16 എന്ന 

വിലാസത്തിൽ അയയ്ക്കാണ് . .തനിച്ച് ലക്കുന്ന 
baഘit ] ക പരീഗണിക്കുന്നതല്ല . ഇlജിനൽ ഘാന " 

പാപംഒക വി ലയ 10 നാപക 
50 രൂപ വിലയുള്ള കേരള മുപ്പത്തിആ പ്രാഥമിക കരാർപ്രതവും ഉണ്ടായിരിക്കേണ്ടതാണ് . 

വാസം തiാക്കുന്ന കീയതി മുതൽ ആറു മാസം വളർ വില നി രു ഷീന (പാലായി 13 
താണ ", കർഘാസ് ( പയാണം കക്കാടം പൊൻ പാടില്ലാത്തതാണ 
Government Engineering College , 

| ( Ed . ) 
Thiruvananthapuram . 

Principal 


Date and time for opening of tender -- 13 -4 -2010 
T 1 2 . , 

Date upto which the rates and to be first 
| 31 - 5 - 2010 . 

Period within which goods should be delivered 


15 days . 


SHORT TENDER EXTENSION NOTICE 

[ Na , 02 , 2009- 10 ) 
n , C - 1600/ 2013 

Itth March 2010 
Sealed and competitive tenders are invited from 
reputed firms for the supply of equipments to 
Material Testing Laboratory in Civil Engineering 
IDepartment of Maharaja s Techiyiological Institute , 
Thrissttr . 
Approximate Cost - Rs. 50 , 000 . 

SCHEDULE 
Specification - Rockwell cum Brinnel hardness testing 

machine [ mantially operated } withi 
standard accessorics confirming to 
IS 5073, IS 2271 
Minor Load - 93 . 07 N ( 10 kg ) 
Minor Load - 588 . 4 , 
980 . 7 , 1471 , 1839, 2452N 

( 60 , 100, 15 , 187. 3, 25 Kgf ) 
Quantity - 1 . 

E . M . D . - 1 % of the quoted value by means of 
demand draft from a nationalized bank . 
Cost of tender form : 

Original - R , 450 . 
Duplicate -- Rs, 225 . 


1 


Rates should be quoted for delivery - At 
department store Maharaja s Technological Institute , 
Thrissur 

Other special conditions -- Warranty period of 
cach items should be shown separately . 

The tenders should be accompanied by an 
agreement executed in the Kerala Stamp Paper 
worth Rs. 50 . Tenders without tender form , 
agreement, EMD will be rejected . 

Intending tenderers may obtain the requisite 
non - transferable tender forms separately for each 
requirements from the Principal, Maharaja s 
Technological Institute , Thrissur , Pin - 680 020 on 
Payment of value noted above by cash or by 
Money Order ( Postage R . 40 extra ) . The cost 
of tender forms will be accepted by means of cash 
Or Money Order only . 

Tenders should be clearly superscribed and the 
same will be opened on the specified date and time 
in the presence of such tenderers or their authorized 
representatives . Late tenders will not be considered 


IE 


Last date and time of issue of tenders - 12-4 -2010 , 
11 a . In 

Last date and time for receipt of teader 
12 -4 - 2010 , 2 p . 1 . 


Maharaja s Technological 
Institute , Thrissur . 


| ( d , 
Principal 


SHORT TENDER NOTICE 
No . D ] - 621 2010 . 

9th March 2010 . 
Sealed tenders are invited for the supply of Total Station for surveying Lab of Civil Engineering 
Department to Govt. Engineering College , Kannur . Approximate Cost - Rs. 7, 96 ,000 , EMD - 1 % of 
*quoted rate . 

The tender should be gupercribed No . D1/621/ 10 and addressed to the Principal, Government 
College of Engineering , P . O . Parassinikkadavu , Kannur -670 563 . Last date of receipt of tender is on 
26 - 4 - 2010 at 4 p . m . and the tender will be opened at 11 a . m . On 27- 4 - 2010 in the presence of such 
of the tenderers or their authorised representatives who may be present at that time. Late tenders will 
not be accepted . 

Intending tenderers may on application to the Principal, Government College of Engineering. 
P . O . Parassinikkadavu , Kannur-670 563 obtain the requisite tender forms on which tender should be 
submitted . Application for the tender forms should be accompanied by a cash remittance of 
Rs. 1,500 + 4 % VAT , which is the price fixed for a form /set of forms and which is not 
refundable under any circumstances . The tender forms are not transferable . Sale of tender forms will 
be closed at 3p . m . on 26 - 4 - 2010 . Cheques, Postage Stamps , D . D . , I . P . O etc . will not be accepted 
towards the cost of forms, nor will the forms be sent as per V . P . P . Duplicate forms, if required 
will be issued at Rs. 800 + 4 % VAT per copy. 

- Those who want t: nclea for n by p 13t 3.1 3 11 1 3 (at a 1 at 1it [ 3:13l a ra 7 11t f" - Rs . 27 towards the 
postal charge . 

കണ്ണൽ ഗവൺമെൻറർ എഞ്ചിനീയറ ) 974 കാജീലെ, സിവിൽ എഞ്ചിനീയറിംഗ വിഷാഗിക 
നു 3 ലാബിലേക്കാവാ, മായ ടോട്ടൽ സa റഷൻ വിതരണം ചെയ്യുന്നതിന് 23 ന് 4 ഒ * . 3 ഘാസുകൾ 
ക്ഷ ണിച്ച കൊളളുന്ന , അൽ 5ങ്ക ൽ തുക = = 7, 93, 10 , 1 12 13 വ്യം , 2 3 4 7 കയുടെ 1 % 

മുദt a * ദർഘാസുകൾ പ്രിൻസിപ്പാൾ , ഗവൺമെന്റ് എഞ്ചിനീയറിംഗ് കോളേജർ 
കണ്ണൂർ- 670 569 എന്ന വിലാസത്തിൽ 26 = 1 = 2010 - ന് വൈകുന്നരം 4 മണിക്കു മുമ്പായി 2 ലിക്കേണ്ടതാണ്." 
നിശ്ചിത സമയത്തിനും തീയ ഗിക്കുമകം ലഭിക്കുന്ന മുദ്രണം ചെയ്ത ദർഘാസുകൾ 27- 4- 2010 - ന് രാവില 
11 മണിക്കു ഹാജരായിട്ടുളള അൽ ഗീകത ( പിനിധികളുടെ സാന്ന 18 ധ്യത്തിൽ തുറക്കുന്നതാണ്, 

- Eർ ഘാസ് ഫോറങ്ങൾ ആവശ്യമുളള വകരതികൾ സ്ഥാപനങ്ങൾ ( പീൻസിപ്പാൾ , ഗവൺമെൻറ 
എഞ്ചിനീയറിംഗ് കോളേജ്, കണ്ണൂർ- 670 563 എന്ന വിലാസത്തിൽ 1 , 500 രൂപ = 4 വാറ . അടച്ച 
അപേക്ഷ: ച്ചാൽ ദർഘാസ് ഫോറങ്ങൾ ലഭിക്കുന്നതാണ , തനിപ്പകർപ്പ് ആവശ്യമുളളവർ 800 രൂപ + 40 
പമാറ്റം അടച്ച് കൈപ്പററാവുന്നതാണ്. ലോസ് ഫോറത്തിൻ - വില 6 ഡി . ഡി .കാസർകോ 
സ് *റ്റാമ്പ് എ . പി . ഒ , എന്നിവ മൂർഖന അയൽ പക്കാവുന്നതല്ല . പി . പി . പി . അനുവദനീയമല്ല , ദി ലോസ 
ഫോറങ്ങൾ 26- 4- 2010- ന് വൈകുന്നേരം 3 മണിവരെ പണടച്ച് കൈപ്പറ്റാവുന്നതാണ്. 

- തപാൽമാർഗ്ഗം ഉൽഘാസ് ഫോറങ്ങൾ ആവശ്യമുളളവ } 27 രൂപ കൂടി തപാൽ ചാർജ്ജായി 
അയക്കുമെതാണ് . 

List OP ITEMS 


h 


: 


st, 
ad. 


: 


Items with Spcification 


Quantity 


1 


2 


L 


E 


( 2 ) 
Total Station with following specification (All hardware , software and accessories must 
be from original equipment manufacturer ) 

Total Station with Laser Plummet, visible rea laser guide, Detachable Tribrach and 
capability of Guiding the user to level the Instrument by showing which Footscrew to be 
rotated in which direction on the LCD Display 
Accuracy 7 second (Angular ) 1 .5mm + 2ppin (Distance ) with a measurement time of 3 
seconds or better 
Least count : 0 . 1 second ( Angular ), 0 . 1mm (Distance ) 
Magnification : 30 X or better 
Measurtment Range : 3500 m with single prism under average atmospheric conditions 
Display : LCD display with minimum 50x750 pixels graphic or better 
Keyboard : Keyboard with user definable trigger la :ya and function : Says 
Onboard Functions: ( 1) The instrument should have a function to calculate the . 
level of a stationed point from the knowa target points in both faces . 
( 2 ) The instrument should have a function of Hidden point to measure invisible 
points using hidden point trod . 


(3 ) 


Onboard application programes : Surveying , stake out , Area and volume with visible 
layout/plan , Tie Distance , Reference Line, Free station , Remote Height and 
construction . 
Security system : The system should have inbuilt security system of locking 
the instrument with user definable Pin number to avoid the unauthorised use of 
the instrument . 
Memory : at least 20 , 000 blocks in IDEX /USER Definable formats 
ASCII /GSI /Direct AUTO CAD formats . 
GPS Compatibility : Data should be able to interchange between GPS and 
existitig total station without any data conversion . 
Battery : Rechargeable Lilon with 20 hours of operation 
Compensator : Quadriple axis with ON and OFF facility with a setting 
accuracy of 2 or better . 
Encoder : Absolute continuous diametrical with 
Horizontal/ Vertical Drives : System recommended to have endless drive i . e . 
to be free from all mechanical locks for vertical and horizontal movements . 
Accessories : Machine with Laser plummet 2 Tribrach 3 Tripod (wooden and 
telegcopic ) 4 pole 5 prism to have measuring range of 3500 meter 6 Battery 
and charger 2 Down loading software 8 data cable . 


Government College of Engineering , 
Kannur 


(Sd . ) 
Principal 


